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EQUIPMENT,  CONSTRUCTION,  AND 
MATERIALS 

Approval  Notice 

1.  Certain  laws  and  regulations  (46 
C7PR  Ch.  I)  require  that  various  items 
of  lifesaving,  firefighting  and  miscella¬ 
neous  equipment,  construction,  and 
materials  used  on  board  vessels  subject  to 
Coast  Guard  inspection,  on  certain  mo¬ 
torboats  and  other  recreational  vessels, 
and  on  the  artificial  islands  and  fixed 
structures  on  the  Outer  Continental 
Shelf  be  of  types  approved  by  the  Com¬ 
mandant,  U.S.  Coast  Guard.  The  pur¬ 
pose  of  this  document  is  to  notify  all 
interested  persons  that  certain  approvals 
have  been  granted  as  herein  described 
during  the  period  from  October  30  to 
November  2,  1972  (List  No.  33-72) .  These 
actions  were  taken  in  accordance  with 
the  procedures  set  forth  in  46  CTR  2.75- 
1—2.75—50. 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  title  46,  United  States  Code,  sec- 
ti(m  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Com¬ 
mandant,  U.S.  Coast  Guard  with  respect 
to  these  approvals  (49  CFR  1.46(b) ) .  The 
specifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CFR  Parts 
160  to  164. 

3.  The  approvals  listed  in  this  docu¬ 
ment  shall  be  in  effect  for  a  period  of 
5  years  from  the  date  of  issuance,  unless 
sooner  cancelled  or  suspended  by  proper 
authority. 

Gas  Masks,  Self-Contained  Breathing 

Apparatus  and  Supplied-Air  Respira¬ 
tors,  FOR  Merchant  Vessels 

Approval  No.  160.011/16/0,  Acme  Type 
FD  all-purpose  gas  mask.  Bureau  of 
Mines  Approval  No.  BM-1436,  consisting 
of  BM-1436  canister,  BM-1435  timer, 
BM-1435  canister  harness,  and  BM-1418 
facepiece  with  BM-1418  head  harness  or 
BM-1418A  facepiece  with  BM-1418A 
head  harness,  manufactured  by  Acme 
Protection  Equipment  Co.,  1201  Kalama¬ 
zoo  Street,  South  Haven,  MI  49090,  ef¬ 
fective  October  30,  1972.  (It  is  an  ex¬ 
tension  of  Approval  No.  160.011/16/0 
dated  October  31,  1967.) 

Lifeboat  Winches  for  Merchant 
Vessels 

Approval  No.  160.015/100/1,  Model 
2040  survival  capsule  launching  winch; 
approved  as  an  alternate  to  a  lifeboat 
w'inch  for  a  maximum  lowering  load  of 
11,000  lbs.  on  a  single  fall;  identified  by 
assembly  drawing  2040-690-370  (sheet 
1  of  3)  revision  A  dated  October  4,  1972, 


and  drawing  list  dated  October  4,  1972, 
approved  for  use  on  non-self-propelled 
drilling  rigs,  artificial  islands  and  fixed 
structures  with  the  Whittaker  survival 
capsule,  manufactured  by  Ocean  Science 
and  Engineering,  Inc.,  1601  Water  Street, 
Long  Beach,  CA  90802,  effective  Octo¬ 
ber  30,  1972.  (It  supersedes  Approval  No. 
160.015/100/0  dated  Aug.  22,  1972  to 
show  change  in  design.) 

Lifeboats 

Approval  No.  160.035/97/7,  22.0'  x  7.5' 
X  3.17'  steel,  motor-propelled  lifeboat, 
without  radio  cabin  or  searchlight  Class 
1,  28-person*  capacity,  identified  by  gen¬ 
eral  arrangement  and  construction  draw¬ 
ing  No.  22-001-02  Rev.  A  dated  July  10, 
1970,  this  boat  is  built  with  a  wooden  or 
fibrous  glass  reinforced  plastic  (FRP)  re¬ 
movable  interior,  ’approved  for  29- 
person  capacity  for  replacement  life¬ 
boats,  46  CFR  160.035-13(0  Marking, 
Weights;  Condition  “A”=3,598  pounds; 
Condition  “B”=9.191  pounds,  manufac¬ 
tured  by  Lane  Lifeboat  Division  of  Lane 
Marine  Technology,  Inc.,  150  Sullivan 
Street,  Brooklyn,  NY  11231,  effective  Oc¬ 
tober  30,  1972.  (It  supersedes  Approval 
No.  160.035/97/7  dated  July  16,  1970  to 
show  change  in  capacity.) 

Approval  No.  160.035/98/5,  22.0'  x  7.5' 
X  3.17'  steel,  oar-propelled  lifeboat,  30- 
person*  capacity,  identified  by  general 
arrangement  and  construction  drawing 
No.  22-001-01  Rev.  A  dated  March  20, 
1970,  this  boat  is  built  with  a  wooden  or 
fibrous  glass  reinforced  (FRP)  removable 
interior,  ’approved  for  31 -person  ca¬ 
pacity  for  replacement  lifeboats,  46  CFR 
160.035-13(0  Marking,  Weights:  Con¬ 
dition  “A”=2,540  pounds;  Condition 
“B”=8,445  pounds,  manufactured  by 
Lane  Lifeboat  Division  of  Lane  Marine 
Technology,  Inc.,  150  Sullivan  Street, 
Brooklyn,  NY  11231,  effective  October  30, 
1972.  (It  supers^es  Approval  No. 
160.035/98/5  dated  April  23,  1970,  to 
show  change  in  capacity.) 

Approval  No.  160.035/322/3,  22.0'  x  7.5' 
X3.17'  steel,  hand-propelled  lifeboat,  30- 
person’  capacity  identified  by  general 
arrangement  drawing  No.  22-2E,  Rev. 
C  dated  July  14,  1971,’  approved  for  31- 
person  capacity  for  replacement  life¬ 
boats,  46  Cmi  160.035-13(c)  Marking, 
Weights;  Condition  “A”=3,500  pounds; 
Condition  “B”= 9,182  pounds,  manufac¬ 
tured  by  Marine  Safety  Equipment 
Corp.,  Foot  of  Wycoff  Road,  Farming- 
dale,  NJ.  07727,  effective  October  30, 
1972.  (It  supersedes  Approval  No. 
160.035/322/3  dated  July  29, 1971,  to  show 
change  in  capacity.) 

Approval  No.  160.035/404/1,  22.0'  x  7.5' 
X  3.17'  aluminum,  oar-propelled  lifeboat, 
30-person’  capacity,  identified  by  gen¬ 
eral  arrangement  and  construction 
drawing  No.  22-001-04,  Rev.  A  dated  Au¬ 
gust  20,  1971,  this  boat  is  built  with  a 
wooden  or  fibrous  glass  reinforced  plas¬ 
tic  (FRP)  removable  interior,  ’approved 
for  31 -person  capacity  for  replacement 
lifeboats,  46  CFR  160.035-13(0  Mark¬ 
ing,  Weights:  Condition  “A’'=  1,750 
pounds.  Condition  “B”=7,659  pounds, 
manufactured  by  Lane  Lifeboat  Division 
of  Lane  Marine  Technology,  Inc.,  150 
Sullivan  Street,  Brooklyn,  NY  11231,  ef¬ 


fective  October  30,  1972.  (It  supersedes 
Approval  No.  160.035/404/1  dated 
August  31,  1971,  to  show  change  in 
c&p&city  ) 

Approval  No.  160.035/414/1,  22.0' X7.5' 
X3.16'  steel,  hand-propelled  lifeboat, 
30-person’  capacity,  identified  by  gen¬ 
eral  arrangement  drawing  No.  56-2224 
dated  April  3,  1958,  and  revised  Octo¬ 
ber  22,  1966,  ’approved  for  31-person 
capacity  for  replacement  lifeboats,  46 
CFR  160.035-13 (c)  Marking,  Weights: 
Condition  “A”=3,320  povmds;  Condition 
“B”=9,097  pounds,  manufactured  by 
Lane  Lifeboat  Division  of  Lane  Marine 
Technology,  Inc.,  150  Sullivan  Street, 
Brooklyn,  NY  11231,  effective  October  30, 
1972.  (It  supersedes  Approval  No. 
160.035/414/1  dated  May  3,  1972  to  show 
change  in  capacity.) 

Buoyant  Vests,  Kapok,  or  Fibrous  Glass 

Approval  No.  160.047/300/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/AUD  report  file  No.  MQ  154, 
manufactured  by  Tapatco,  Inc.,  Post  Of¬ 
fice  Box  49,  Fairfield,  CA  94533,  effective 
November  2,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.047^300/0  dated  Feta.  1, 
1972.) 

Approval  No.  160.047/301/0,  child  me¬ 
dium,  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
154,  manufactured  by  Tapatco,  Inc.,  Post 
Office  Box  49,  Fairfield,  CA  94533,  effec¬ 
tive  November  2, 1972.  (It  supersedes  Ap¬ 
proval  No.  160.047/301/0  dated  Feb.  1. 
1972.) 

Approval  No.  160.047/302/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL./MD  report  file  No.  MQ 
154,  manufactured  by  Tapatco,  Inc.,  Post 
Office  Box  49,  Fairfield.  CA  94533,  effec¬ 
tive  November  2, 1972.  (It  supersedes  Ap¬ 
proval  No.  160.047/302/0  dated  Feta.  1, 
1972.) 

Approval  No.  160.047/312/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  148, 
manufactured  by  The  Safegard  Corp., 
Post  Office  Box  14037,  Cincinnati,  OH 
45214,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/312/0 
dated  Aug.  26, 1968.) 

Approval  No.  160.047/313/0,  child  me¬ 
dium,  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
148,  manufactured  by  The  Safegard 
Ctorp.,  Post  Office  Box  14037,  Cincinnati, 
OH  45214,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/313/0 
dated  August  26,  1968.) 

Approval  No.  160.047/314/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
148,  manufactured  by  The  Safegard 
Corp.,  Post  Office  Box  14037,  Cincinnati, 


I  > 


1 


-1 

( 


FEDERAL  REGISTER,  VOL.  38,  NO,  9 — MONDAY,  JANUARY  15,  1973 


NOTICES 


1555 


OH  45214,  effective  November  2, 1972.  (It 
suf>ersedes  Approval  No.  160.047/314/0 
dated  August  26, 1968.) 

Approval  No.  160.047/324/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/RHD  report  file  No.  MQ  118, 
manufactured  by  Atlantic-Pacific  Manu¬ 
facturing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.047/324/0  dated  June  4,  1971.) 

Approval  No.  160.047/325/0,  child  me¬ 
dium,  Model  CKM-1,  standard  kap>ok 
buoyant  vest,  manufactmed  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
118,  manufactured  by  Atlantic-Pacific 
Manufacturing  Corp.,  124  Atlantic  Ave¬ 
nue,  Brooklyn,  NY  11201,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.047/325/0  dated  June  4, 1971.) 

Approval  No.  160.047/326/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  hi  accord¬ 
ance  with  U.S.C.G,  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
118,  manufactured  by  Atlantic -Pacific 
Manufacturing  Corp.,  124  Atlantic  Ave¬ 
nue,  Brooklyn,  NY  11201,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.047/326/0  dated  June  4,  1971.) 

Approval  No.  160.047/327/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  153, 
manufactured  by  Gladding-Style 
Crafters  Division  of  Gladding  Corp., 
Post  Office  Box  8277,  Station  A,  Green¬ 
ville,  SC  29604,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/327/0  dated  February  18,  1970.) 

Approval  No.  160.047/328/0,  child 
medium,  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
153,  manufactured  by  Gladding-Style 
Crafters  Division  of  Gladding  Corp., 
Post  Office  Box  8277,  Station  A,  Green¬ 
ville,  SC  29604,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/328/0  dated  February  18,  1970.) 

Approval  No.  160.047/329/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
153,  manufactured  by  Gladding-Style 
Crafters  Division  of  Gladding  Corp.,  Post 
Office  Box  8277,  Station  A,  Greenville, 
SC  29604,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/329/0 
dated  February  18,  1970.) 

Approval  No.  160.047/330/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  126, 
manufactured  by  Crawford  Manufactur¬ 
ing  Co.,  Inc.,  an  Indian  Head  company. 
Third  and  Decatur  Streets,  Richmond, 
Va.  23212,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/330/0 
dated  February  10, 1971.) 

Approval  No.  160.047/331/0,  child 
medium.  Model  CKM-1,  standard  kapok 


buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
126,  manufactured  by  Crawford  Manu¬ 
facturing  Company,  Inc.,  an  Indian  Head 
company.  Third  and  Decatur  Streets, 
Richmond,  Va.  23212,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.047/331/0  dated  February  10,  1971.) 

Approval  No.  160.047/332/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
126,  manufactured  by  Crawford  Manu¬ 
facturing  Co.,  Inc.,  An  Indian  Head  Co., 
Third  and  Decatur  Streets,  Richmond. 
Va.  23212,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/332/0 
dated  Feb.  10, 1971.) 

Approval  No.  160.047/339/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  137, 
manufactured  by  Kent  Sporting  Goods 
Co.,  710  Orange  Street,  Ashland,  OH 
44805,  effective  November  2,  1972,  (It 
supersedes  Approval  No.  160.047/339/0 
dated  Oct.  21, 1970.) 

Approval  No.  160.047/340/0,  child 
medium.  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
137,  manufactured  by  Kent  Sporting 
Goods  Co.,  710  Orange  Street,  Ashland, 
OH  44805,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/340/0 
dated  Oct.  21, 1970.) 

Approval  No.  160.047/341/0,  child 
small.  Model  CKS-1 ,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
137,  manufactured  by  Kent  Sporting 
Goods  Co.,  710  Orange  Street,  Ashland, 
OH  44805,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/341/0 
dated  Oct.  21. 1970.) 

Approval  No.  160.047/357/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  120, 
manufactured  by  Billy  Boy  Products  Di¬ 
vision,  Crotty  Corp.,  Quincy,  Mich.  49082, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.047/357/0  dated  Mar. 
23. 1970.) 

Approval  No.  160.047/358/0,  child  medi¬ 
um,  Model  CKM-1,  standard  kapok  buoy¬ 
ant  vest,  manufactured  in  accordance 
with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
120,  manufactured  by  Billy  Boy  Products 
Division,  Crotty  Corp.,  Quincy,  Mich. 
49082,  effective  November  2,  1972.  (It  su¬ 
persedes  Approval  No.  160.047/358/0 
dated  March  23,  1970.) 

Approval  No.  160.047/359/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
120,  manufactured  by  Billy  Boy  Products 
Division,  Crotty  Corp.,  Quincy,  Mich. 
49082,  effective  November  2,  1972.  (It  su¬ 


persedes  Approval  No.  160.047/359/0 
dated  March  23,  1970.) 

Approval  No.  160.047/429/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  143,  man¬ 
ufactured  by  Noble  Products  Co.,  306 
West  Street,  Caldwell,  OH  43724,  effec¬ 
tive  November  2, 1972,  (It  supersedes  Ap¬ 
proval  No.  160.047/429/0  dated  Febru- 
p,ry  19, 1970.) 

Approval  No.  160.047/430/0,  child 
medium.  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
143,  manufactured  by  Noble  Products 
Co.,  306  West  Street,  Caldwell,  OH  43724, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.047/430/0  dated  Febru¬ 
ary  19, 1970.) 

Approval  No.  160.047/431/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
143,  manufactured  by  Noble  Products 
Co.,  306  West  Street,  Caldwell,  OH  43724, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.047/431/0  dat^  Feb¬ 
ruary  19,  1970.) 

Approval  No.  160.047/554/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  150,  man¬ 
ufactured  by  Buddy  Schoellkopf  Prod¬ 
ucts,  Inc.,  4100  Platinum  Way,  Dallas, 
TX  75237,  effective  November  2,  1972.  (It 
supersedes  Approval  No,  160.047/544/0 
dated  March  27,  1972.) 

Approval  No.  160.047/545/0,  child 
medium.  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
150,  manufactured  by  Buddy  SchoeHkopf 
Products,  Inc.,  4100  Platinum  Way,  Dal¬ 
las,  TX  75237,  effective  November  2, 1972. 
(It  supersedes  Approval  No.  160.047/545/0 
dated  March  27,  1972.) 

Approval  No.  160.047/546/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL^MD  report  file  No.  MQ 
150,  manufactured  by  Buddy  Schoellkopf 
Products,  Inc.,  4100  Platinum  Way,  Dal¬ 
las,  TX  75237,  effective  November  2,  1972. 
(It  supersedes  Approval  No.  160.047/546  0 
dated  March  27,  1972.) 

Approval  No.  160.047/556 '0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  119,  man¬ 
ufactured  by  Buddy  Schoellkopf  Prod¬ 
ucts,  Inc.,  4100  Platinum  Way,  Dallas, 
TX  75237,  for  Belknap.  Inc.,  Post  Office 
Box  28,  Louisville,  KY  40201,  effective 
November  2,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.047/556/0  dated  June  7, 
1968.) 

Approval  No.  160.047/557/0,  child 
medium.  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
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119,  manufactured  by  Buddy  Schoellkopf 
Products,  Inc.,  4100  Platinum  Way  Dal¬ 
las,  TX  75237,  for  Belknap,  Inc.,  Post 
Office  Box  28,  Louisville,  KY  40201,  effec¬ 
tive  November  2, 1972.  (It  supersedes  Ap¬ 
proval  No.  160.047/557/0  dated  June  10, 
1968.) 

Approval  No.  160 .047/558 /'O,  child 
small.  Model  CKS-l,  standard  kapcrfc 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.O.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
119,  manufactured  by  Buddy  Schoell¬ 
kopf  Products,  Inc.,  4100  Platinum  Way, 
Dallas.  TX  75237,  for  Belknap.  Inc.,  Post 
Office  Box  28,  Louisville,  KY  40201,  effec¬ 
tive  November  2,  1972.  (It  supersedes 
Approval  No.  160.047/558/0  dated 
June  10,  1968.) 

Aivroval  No.  160.047/565/0,  adult. 
Model  AK-l,  standard  kapc^  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specificaticm  Subpart  160.047 
and  UL/kfl!)  report  file  No.  MQ  125, 
manufactured  by  Buddy  Schoellkopf 
Products.  Inc.,  4100  Platinum  Way,  Dal¬ 
las,  TX  75237,  for  Coast  to  Coast  Stores. 
Central  Organization,  Inc.,  7500  Excel¬ 
sior,  Minneapcdis,  MN  55440,  effective 
November  2,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.047/565  0  dated  Decem¬ 
ber  19,  1968.) 

Approval  No.  160.047/566/0.  child 
medium.  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accc^- 
ance  with  UB.C.G.  Specification  Sub¬ 
part  160.047  and  UL/MD  report  file  No. 
MQ  125,  manufactured  by  Buddy 
Schoellkopf  Products,  Inc.,  4100  Plati¬ 
num  Way,  Dallas,  TX  75237,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.047/566  0  dated  December  19, 
1968.) 

Approval  No.  160.047/567/0,  child 
small.  Model  CKS-l.  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
125,  manufactured  by  Buddy  Schoell¬ 
kopf  Products,  Inc.,  4100  Plathiiun  Way, 
Dallas,  TX  75237,  for  Coast  to  Coctst 
Stores,  Central  Organization,  Inc.,  7500 
Excelsior,  Minneapolis,  MN  55440,  effec¬ 
tive  November  2, 1972.  (It  supersedes  Ap¬ 
proval  No.  160.047/567/0  dated  Decem¬ 
ber  19.  1968.) 

Approval  No.  160.047/601/0,  adult. 
Model  AK-l,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/^ro  report  file  No.  MQ  144, 
manufactured  by  Tapatco,  Inc.,  Post  Of¬ 
fice  Box  49,  Fairfield,  CA  94533,  for  Out¬ 
door  Supply  Co.,  1648  Lawson  Street, 
Durham,  NC  27703,  effective  November  2, 
1972.  (It  super^es  Approval  No. 
160.047/601/0  dated  April  8.  1968.) 

Approval  No.  160.047/602/0,  child 
medium,  Mcxlel  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord- 
anc^e  with  UB.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
144,  manufactured  by  Ti^tco.  Inc.,  Post 
Office  Box  49,  Fairfield,  CA  94533,  for 
Outdoor  Supply  Co.,  1648  Lawson  Street, 
Durham,  NC  27703,  effective  Novraiber  2, 
1972.  (It  supersedes  Approval  No. 
160.047/602/0  dated  April  8,  1968.) 


Approval  No.  160.047/603/0,  child 
small.  Model  CKS-l,  standard  kaptHr 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  UB.C.G.  Specification  Subpart 
160.047  and  UL/MD  r^rt  file  No.  MQ 
144,  manufactured  by  Tapatco.  Inc.,  Post 
Office  Box  49,  Fairfield,  CA  94533,  for 
Outdoor  Supply  Co..  1648  Lawson  Street, 
Durham,  NC  27703,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.047/603/0  dated  Apnl  8.  1968.) 

Approval  No.  160.047/607/0,  adult. 
Model  AK-l,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/It>n3  report  file  No.  MQ  147, 
manufactured  by  Buddy  Schoellkopf 
Products,  Inc.,  4100  Platinum  Way,  Dal¬ 
las.  TX  75237,  for  Red  Head  Brand 
Corp.,  Post  Office  Box  10956,  Dallas,  TX 
75207,  effective  November  2.  1972.  (It 
supersedes  Approval  No.  160.047/607/0 
dated  October  1, 1968.) 

Approval  No.  160.047/608/0,  child  me¬ 
dium.  Model  CKM-1 .  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Sp>ecification  Sub¬ 
part  160.047  and  UL/MD  report  file  No. 
MQ  147,  manufactured  by  Buddy  Schoell¬ 
kopf  Products,  Inc.,  4100  Platinum  Way. 
Dallas,  TX  75237,  for  Red  Head  Brand 
Corp.,  Post  Office  Box  10956,  Dallas,  TX 
75207,  effective  November  2.  1972.  (It 
super^es  Approval  No.  160.047/608/0 
dated  October  1. 1968.) 

Approval  No.  160.047/609/0,  child 
small.  Model  CKS-l.  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Sub¬ 
part  160.047  and  UL/MD  report  file  No. 
MQ  147,  manufactured  by  Buddy 
Schoellkopf  Products,  Inc.,  4100  Plati¬ 
num  Way,  Dallas  TX  75237,  for  Red 
Head  Brand  Corp.,  Post  Office  Box  10956, 
Dallas,  TX  75207,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/609/0  dated  October  1,  1968.) 

Approval  No.  160.047/613/0,  adult, 
Model  AK-l,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  130, 
manufactured  by  Farber  Brothers,  Inc., 
1324  Farmville  Road,  Memphis,  TN  38122, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.047/613/0  dated  Octo¬ 
ber  9.  1968.) 

Approval  No.  160.047/614/0,  child  me¬ 
dium,  Model  CKM-1.  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  UJS.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
130,  manufactured  by  Farber  Brothers, 
Inc.,  1324  Farmville  Road,  Memphis,  TN 
38122,  effective  November  2.  1972.  (It 
supersedes  Approval  No.  160.047/614/0 
dated  October  9. 1968.) 

.^Tproval  No.  160.047/615/0,  child 
small.  Model  CKS-l,  standard  kapok 
buoyant  vest,  manufactured  In  accord¬ 
ance  with  UJS.C.O.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
130,  manufactured  by  Farber  Brothers, 
Inc.,  1324  Farmville  Road,  Memphis.  TN 
38122,  effective  November  2.  1972.  (It 
6ui>ersedes  Approval  No.  160.047/615/0 
dated  October  9, 1968.) 


Approval  No.  160.047/628/0,  adult. 
Model  AK-l,  standard  ki4H>k  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C,Q.  Specification  Subpart  160.047 
and  UL/lkn>  report  file  No.  MQ  134, 
manufactured  by  Hunter  Outdoor  Prod¬ 
ucts,  Inc.,  234  Union  Street.  North 
Adams,  MA  01247,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/628/0  dated  October  1.  1970.) 

Approval  No.  160.047/629/0,  child  me¬ 
dium,  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
134,  manufactured  by  Hunter  Outdoor 
Products,  Inc.,  234  Union  Street.  North 
Adams.  MA  01247,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/629/0  dated  October  1,  1970.) 

Approval  No.  160.047/630/0,  child 
small,  Model  CKS-l,  standaixl  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.O.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
134,  manufactured  by  Hunter  Outdoor 
Products,  Inc.,  234  Union  Street,  North 
Adams,  MA  01247,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/630/0  dated  October  1.  1970.) 

Approval  No.  160.047/632/0,  adult. 
Model  AK-l,  standard  kapok  buoyant 
vest,  manufactured  In  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  158, 
manufactured  by  Swan  Products  Co., 
Inc.,  1355  West  Front  Street,  Plainfield. 
NJ  07063,  effective  November  2.  1972.  (It 
supersedes  Approval  No.  160.047/632/0 
dated  November  11, 1971.) 

Approval  No.  160.047/633/0,  child  me¬ 
dium,  Model  CKM-1.  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
158,  manufactured  by  Swan  Products 
Co.,  Inc.,  1355  West  Front  Street,  Plain- 
field,  NJ  07063,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/633/0  dated  November  11.  1971.) 

Approval  No.  160.047/634/0,  child 
small,  Model  CKS-l.  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
158,  manufactiu’ed  by  Swan  Products 
Co.,  Inc.,  1355  West  Frcmt  Street,  Plain- 
field.  NJ  07063,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/634/0  dated  November  11, 1971.) 

Buoyant  Vests,  Unicellular  Plastic 
Foam 

Approval  No.  160.052/116/1,  adult. 
Model  UPA,  nonstandard  imicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  report 
file  No.  MQ  118,  manufactured  by  At¬ 
lantic-Pacific  Manufacturing  Corp.,  124 
Atlantic  Avenue.  Brooklyn,  NY  11201, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.052/116/1  dated  Au¬ 
gust  19,  1970.) 

Approval  No.  160.052/117/1,  child 
me<llum.  Model  UPM,  nonstandard  imi- 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  In  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and 
UL/MD  report  file  Na  MQ  118,  manu- 
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factured  by  Atlantic-Pacific  Manufac¬ 
turing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/117/1  dated  August  19,  1970. 

Approval  No.  160.052/118/1,  child 
small.  Model  UPS,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and 
UL/MD  repert  file  No.  MQ  118,  manu¬ 
factured  by  Atlantic-Pacific  Manufac¬ 
turing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/118/1  dated  August  19,  1970.) 

Approval  No.  160.052/119/1,  adult. 
Model  245,  nonstandard  unicellular  plas¬ 
tic  foam  buoyant  vest,  manufactmed  in 
accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  repert  file 
No.  MQ  154,  manufactured  by  Tapiatco, 
Inc.,  Post  Office  Box  49,  Fairfield,  CA 
94533,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/119/1 
dated  February  1,  1972.) 

Approval  No.  160.052/120/1,  child  me¬ 
dium,  Model  246M,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subp>art  160.052  and 
UL/MD  repert  file  No.  MQ  154,  manu¬ 
factured  by  Tapetco,  Inc.,  Po<^  OfiBce 
Box  49,  Fairfield,  CA  94533,  effective 
November  2,  1972.  (It  supersedes  Ap>- 
proval  No.  160.052/120/1  dated  Febru¬ 
ary  1,  1972.) 

Approval  No.  160.052/121/1,  child 
small.  Model  246S,  nonstandard  tmicel- 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  repert  file  No.  MQ  154,  manufac¬ 
tured  by  Tapatco,  Inc.,  Post  OfiBce  Box 
49,  Fairfield,  CA  94533,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/121/1  dated  February  1,  1972.) 

Approval  No.  160.052/128/1,  adult. 
Model  FM300,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  repert 
file  No.  MQ  153,  manufactured  by  Glad- 
ding-Style  Crafters  Division  of  Gladding 
Corp.,  Post  Office  Box  8277,  Station  A, 
Greenville,  SC  29604,  effective  Novem¬ 
ber  2,  1972,  (It  supersedes  Approval  No. 
160.052/128/1  dated  Apill  25,  1968.) 

Approval  No.  160.052/129/1,  child  me- 
diiun.  Model  FM320,  nonstandard  unicel¬ 
lular,  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  repert  file  No.  MQ  153,  fnanufactured 
by  Gladding-Style  Crafters  Division  of 
Gladding  Corp.,  Post  OfiBce  Box  8277, 
Station  A,  Greenville,  SC  29604,  effective 
November  2,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.052/129/1  dated  April  25, 
1968.) 

Approval  No.  160.052/130/1,  child 
small.  Model  FM310,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  repert  file  No.  MQ  153,  manufactiured 
by  Gladding-Style  Crafters  Division  of 


Gladding  Corp.,  Post  OfiBce  Box  8277, 
Station  A,  Greenville,  SC  29604,  effective 
November  2,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.052/130/1  dated  April  25, 
1968.) 

Approval  No.  160.052/140/0,  adult. 
Model  390,  nonstandard  imicellular  plas¬ 
tic  foam  buoyant  vest,  manufactured  in 
accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  repert  file 
No.  MQ  148,  manufactured  by  The  Safe- 
gard  Corp.,  Post  OfiBce  Box  14037,  Cin¬ 
cinnati,  OH  45214,  effective  November  2, 
1972,  (It  supersedes  Approval  No.  160.- 
052/140/0  dated  Augiist  25,  1970.) 

Approval  No.  160.052/141/0,  child 
medium.  Model  391,  nonstandard  imi- 
cellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpert  160.052  and 
UL/MD  repert  file  No.  MQ  148,  manu¬ 
factured  by  The  Safegard  Corp.,  Post 
OfiBce  Box  14037,  Cincinnati,  OH  45214, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/141/0  dated 
August  25, 1970.) 

Approval  No.  160.052/142/0,  child 
small.  Model  392,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  repert  file  No.  MQ  148,  manufac¬ 
tured  by  The  Safegard  Corp.,  Post  OfiBce 
Box  14037,  Cincinnati,  OH  54214,  effec¬ 
tive  November  2,  1972.  (It  supersedes 
Approval  No.  160.052/142/0  dated  Au¬ 
gust  27,  1970.) 

Approval  No.  160.052/186/0,  adult. 
Model  BBA,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufac¬ 
tured  in  accordance  with  U.S.C.G.  Speci¬ 
fication  Subpart  160.052  and  UL/MD  re¬ 
port  file  No.  MQ  120,  manufactured  by 
Billy  Boy  Products  Division,  Crotty 
Corp.,  Quincy,  Mich.  49082,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.052/186/0  dated  June  5,  1972.) 

Approval  No.  160.052/187/0,  child 
medium.  Model  BBM,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  repert  file  No.  MQ  120,  manufac¬ 
tured  by  Billy  Boy  Products  Division, 
Crotty  Corp.,  Quincy  Mich.  49082,  effec¬ 
tive  November  2,  1972.  (It  supersedes 
Approval  No.  160.052/187/0  dated  Jime 
5  1972.) 

Approval  No.  160.052/188/0,  child 
small.  Model  BBC-1,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest, 
manufactiued  in  accordance  with 
U.S.C.G.  Specification  Subp>art  160.052 
and  UL/MD  repert  file  No.  MQ  120, 
manufactured  by  Billy  Boy  Products 
Division,  Crotty  Corp.,  Quincy,  Mich. 
49082,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/188/0 
dated  June  5,  1972.) 

Approval  No.  160.052/222/0,  adult. 
Model  AP-2,  nonstandard  imicellular 
plastic  foam  buoyant  vest,  manufac¬ 
tured  in  accordance  with  U.S.C.G.  Speci¬ 
fication  Subpart  160.052  and  UL/MD  re¬ 
port  file  No.  MQ  150,  manufactmed  by 
Buddy  Schoellkopf  Products,  Inc.,  4100 
Platinum  Way,  Dallas,  TX  75237,  effec¬ 


tive  November  2,  1972.  (It  supersedes 
Approval  No.  160.052/222/0  dated  July' 
16,  1971.) 

Ap)proval  No.  160.052/223/0,  child 
medium,  Model  CPM-2,  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160.052  and 
UL/MD  report  file  No.  MQ  150,  manu¬ 
factured  by  Buddy  Schoellkopf  Prod¬ 
ucts,  Inc.,  4100  Platinum  Way,  Dallas, 
TX  75237,  effective  November  2,  1972. 
(It  supjersedes  Approval  No.  160.052/ 
223/0  dated  March  24,  1972.) 

Approval  No.  160.052/224/0,  child 
small.  Model  CPS-2,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160.052  and 
UL/MD  report  file  No.  MQ  150,  manu¬ 
factured  by  Buddy  Schoellkopf  Prod¬ 
ucts,  Inc.,  4100  Platinum  Way,  Dallas, 
TX  75237,  effective  November  2,  1972. 
(It  supersedes  Approval  No.  160.052/ 
224/0  dated  March  24, 1972.) 

Approval  No.  160.052/234/2,  adult. 
Model  ACFL,  ncmstandard  imicellular 
plastic  foam  buoyant  vest,  manufac¬ 
tured  in  accordance  with  U.S.C.G.  Speci¬ 
fication  Subpart  160.052  and  UL/MD  re¬ 
port  file  No.  MQ  137,  manufactured  by 
Kent  Sporting  Goods  Co.,  710  Orange 
Street,  Ashland,  OH  44805,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.052/234/2  dated  October  21, 
1970.) 

Approval  No.  160.052/235/2,  child 
medium.  Model  CCFM,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160.052  and 
UL/MD  report  file  No.  MQ  137,  manu¬ 
factured  by  Kent  Sporting  Goods  Co., 
710  Orange  Street,  Ashland,  OH  44805, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/235/2  dated 
October  21,  1970.) 

Approval  No.  160.052/236/2,  child 
small.  Model  CCFS,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160.052  and 
UL/MD  report  file  No.  MQ  137,  manu¬ 
factured  by  Kent  Sporting  Goods  Co., 
710  Orange  Street,  Ashland,  OH  44805, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/236/2  dated 
October  21,  1970.) 

Dated:  January  8, 1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard,  Act~ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 

IFR  Doc.73-790  FUed  1-12-73:8:45  am] 


[COD  73-2  N] 

EQUIPMENT,  CONSTRUCTION,  AND 
MATERIALS 

Approval  Notice 

1.  Certain  laws  and  regulations  (46 
CFR  Chapter  I)  requires  that  various 
Items  of  lifesaving,  firefighting  and  mis¬ 
cellaneous  equipment,  construction,  and 
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materials  used  on  board  vessels  subject 
to  Coast  Guard  inspection,  on  certain 
motorboats  and  other  recreational  ves¬ 
sels,  and  on  the  artihcial  islands  and 
fixed  structures  on  the  outer  Continental 
Shelf  be  of  t3T>es  aroroved  by  the  Com¬ 
mandant.  nJ3.  Coast  Guard.  The  purpose 
of  this  document  is  to  notify  all  inter¬ 
ested  persons  that  certain  approvals  have 
been  granted  as  herein  described  diiring 
the  period  from  October  31.  1972  to  No¬ 
vember  8,  1972  (list  No.  34-72).  These 
actions  were  taken  in  accordance  with 
the  procedures  set  forth  in  46  CTR  2.75-1 
to  2.75-50. 

2.  The  statutory  authority  for  equip¬ 
ment,  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  title  46.  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50.  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Comman¬ 
dant,  U.S.  Coast  Guard  with  respect  to 
these  approvals  (49  CFR  1.46(b)).  The 
specifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CFR  Parts 
160  to  164. 

3.  The  approvals  listed  in  this  docu¬ 
ment  shall  in  effect  for  a  period  of  5 
years  from  the  date  of  issuance,  imless 
sooner  canceled  or  suspended  by  proper 
authority. 

Buoyant  Vests,  Kapok,  or  Fibrous 
Glass 

Approval  No.  160.047/390/0,  adult. 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
UJS.C.G.  Specification  Subpart  160.047 
and  UL/MD  report  file  No.  MQ  140, 
manufactured  by  Miltco  Products  Corp., 
129  Emerson  Place,  Brooklyn,  NY  11205, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.047  '390  /O  dated  March 
16. 1970.) 

Approval  No.  160.047  391/0,  child  me¬ 
dium,  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
140,  manufactured  by  Miltco  Products 
Corp.,  139  Emerson  Place,  Brooklyn,  NY 
11205,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.047/391/0 
dated  March  16. 1970.) 

Approval  No.  160.047/392/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  rer>ort  file  No.  MQ 
140.  manufactured  by  Miltco  Products 
Corp.,  139  Emerson  Place,  Brooklyn,  NY 
11205,  effective  November  2,  1972.  It 
supersedes  Approval  No.  160.047/392/0 
dated  March  16. 1970.) 

Buoyant  Vests,  Unicellular  Plastic 
Foam 

Approval  No,  160.052/254/0,  adult. 
Model  L062L,  n<mstandard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  report 


file  No.  MQ  152,  manufactmed  by  Steams 
Manufacturing  Co.,  30th  and  Division 
Street,  St.  Cloud,  Minn.  56301,  effective 
November  2,  1972.  at  supersedes  Ap¬ 
proval  No.  160.052/254/0  dated  Decem¬ 
ber  4,  1968.) 

Approval  No.  160.052/255/0,  child  me¬ 
dium,  Model  LG62M,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufacture  in  accordance  with  UJS.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  152,  manufac¬ 
tured  by  Steams  Manufacturing  Co., 
30th  and  Division  Street,  St.  Cloud,  Minn. 
56301,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/255/0 
dated  December  4, 1968.) 

Approval  No.  160.052/256/0,  child 
small.  Model  LG62S,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  UJS.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  152,  manufac¬ 
tured  by  Steams  Manufacturing  Co., 
30th  and  Division  Street,  St.  Cloud,  Minn. 
56301,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/256/0 
dated  December  4, 1968.) 

Approval  No.  160.052/257/0,  adult. 
Model  AP-2,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica- 
ticm  Subpart  160.052  and  UL/MD  report 
file  No.  MQ  119,  manufactured  by  Buddy 
Schoellkopf  Products,  Inc.,  4100  Plati¬ 
num  Way,  Dallas,  TX  75237,  for  Belk¬ 
nap,  Inc.,  Post  Office  Box  28,  Louisville, 
KY  40201,  effective  November  2,  1972. 
(It  supersedes  Approvsd  No.  160.052/ 
257/0  dated  Jime  10, 1968.) 

Approval  No.  160.052/258/0,  child  me¬ 
dium,  Model  CPM-2,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  119,  manufac¬ 
tured  by  Buddy  Schoellkopf  Products, 
Inc.,  4100  Platinum  Way,  Dallas,  TX 
75237,  for  Belknap,  Inc.,  Post  Office  Box 
28,  Louisville.  KY  40201,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.052/258/0  dated  June  10,  1968.) 

Approval  No.  160.052/259/0,  child 
small.  Model  CPS-2,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man- 
ufsu:tured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  119,  manufac¬ 
tured  by  Buddy  Schoellkopf  Products, 
Inc.,  4100  Platinum  Way,  Dallas,  TX 
75237,  for  Belknap,  Inc.,  Post  Office  Box 
28,  Louisville,  KY  40201,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.052/259/0  dated  June  10,  1968.) 

Approval  No.  160.052/260/0,  adult. 
Model  AU,  nonstandard  unicellular  plas¬ 
tic  foam  buoyant  vest,  manufactured  in 
accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  report  file 
No.  MQ  140,  manufactured  by  Miltco 
Products  Corp.,  139  Emerson  Place, 
Brooklyn,  N.Y.  11205,  effective  Novem¬ 
ber  2,  1972.  (It  super^es  Approval  No. 
160.052/260/0  dated  September  14, 1970.) 

Approval  No.  160.052/261/0,  child  me¬ 
dium.  Model  CTDM,  nonstandard  unicellu¬ 
lar  plastic  foam  buoyant  vest,  manufac¬ 


tured  in  accordance  with  U.S.C.G.  Speci¬ 
fication  Subpart  160.052  and  UL/MD  re¬ 
port  file  No.  MQ  140,  manufactured  by 
Miltco  Products  Corp.,  139  Emerson 
Place,  Brooklyn,  NY  11205,  effective  No¬ 
vember  2,  1972.  at  supersedes  Approval 
No.  160.052/261/0  dated  September  14, 
1970.) 

Approval  No.  160.052/262/0,  child 
small.  Model  CTCJS,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu- 
factui^  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  140,  manufac¬ 
tured  by  Miltco  Products  Corp.,  139 
Emerson  Place,  Brooklyn,  NY  11205,  ef¬ 
fective  November  2,  1972.  (It  supersedes 
Approval  No.  160.052/262/0  dat^  Sep¬ 
tember  14, 1970.) 

Approv^  No.  160.052/274/0,  adult. 
Model  AP-2,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  report 
file  No.  MQ  125,  manufactured  by  Biiddy 
Schoellkopf  Products,  Inc.,  4100  Plati¬ 
num  Way,  Dallas,  TX  75237,  for  Coast 
to  Coast  Stores,  Central  Organization 
Inc.,  7500  Excelsior,  Minneapolis,  MN 
55440,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/274/0 
dated  December  19, 1968.) 

Approval  No.  160.052/275/0,  child 
metiium.  Model  CT*M-2,  nonstandard 
imicellular  plastic  foam  buoyant  vest, 
manufacture  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.052 
and  UL/MD  report  file  No.  MQ  125, 
manufactured  by  Buddy  Schoellkopf 
Products,  Inc.,  4100  Platinum  Way,  Dal¬ 
las,  TX  75237,  for  Coast  to  Coast  Stores, 
Central  Organization  Inc.,  7500  Excel¬ 
sior,  Minneapolis,  MN  55440,  effective 
November  2,  1972.  (It  supersedes  Ap¬ 
proval  No.  160.052/275/0  dated  Decem¬ 
ber  19, 1968.) 

Approval  No.  160.052/276/0,  child 
small.  Model  CPS-2,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  125,  manufac¬ 
tured  by  Buddy  Schoellkopf  Products. 
Inc.,  4100  Platinum  Way.  Dallas,  TX 
75237,  for  Coast  to  Coast  Stores,  Central 
Organization  Inc.,  7500  Excelsior,  Min¬ 
neapolis,  MN  55440,  effective  Novem¬ 
ber  2.  1972.  (It  supersedes  Approval  No. 
160.052/276/0  dated  December  19,  1968.) 

Approval  No.  160.052/277/1,  adult. 
Model  SEM300,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  report  file 
No.  MQ  153,  manufactured  by  Gladding- 
Style  Crafters  Division  of  Gladding 
Corp.,  Post  Office  Box  8277,  Station  A, 
Greenville.  SC  29604,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/277/1  dated  December  11,  1968.) 

Approval  No.  160.052/278/1,  child 
medium.  Model  SFM320.  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with 
UJS.C.G.  Specification  Subpart  160.052 
and  UL/MD  report  file  No.  MQ  153.  man¬ 
ufactured  by  Gladding-Style  Crafters 
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Division  of  Gladding  Corp.,  Post  Office 
Box  8277,  Station  A,  Greenville  SC  29604, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/278/1  dated 
December  11,  1968.) 

Approval  No.  160.052/279/1,  child 
small.  Model  SPM310,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  153,  manufac¬ 
tured  by  Gladding-Style  Grafters  Divi¬ 
sion  of  Gladding  Corp.,  Post  Office  Box 
8277,  Station  A,  Greenville,  SC  29604, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/279/1  dated 
December  11,  1968.) 

Approval  No.  160.052/316/0,  adult. 
Model  1-BB,  nonstandard  imicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  report 
file  No.  MQ  120,  manufactured  by  Billy 
Boy  Products  Division,  Crotty  Corp., 
Quincy,  Mich.  49082,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/316/0  dated  August  27,  1970.) 

Approval  No.  160.052/317/0,  child  me¬ 
dium,  Model  2-BB,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  In  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  120,  maniifac- 
tured  by  Billy  Boy  Products  Division, 
Crotty  Corp.,  Quincy,  Mich.  49082,  ef¬ 
fective  November  2,  1972.  (It  supersedes 
Approval  No.  160.052/317/0 ‘dated  Au¬ 
gust  27, 1970.) 

Approval  No.  160.052/318/0,  child 
small.  Model  3-BB,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  120,  manufac¬ 
tured  by  Billy  Boy  Products  Division, 
Crotty  Corp.,  Quincy,  Mich.  49082,  ef¬ 
fective  November  2,  1972.  (It  supersedes 
Approval  No.  160.052/318/0  dated  Au¬ 
gust  27, 1970.) 

Approval  No.  160.052/347/0,  child 
small.  Model  LVCS-lOO,  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufacture  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.052 
and  UL/MI5  report  file  No.  MQ  124, 
manufactured  by  the  Carlon  Pr^ucts 
Co.,  1  New  Haven  Avenue,  Derby,  CTT 
06418,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/347/0 
dated  April  29, 1968.) 

Approval  No.  160.052/348/0,  child  me¬ 
dium,  Model  LVCM-200,  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.052 
and  UL/MD  report  file  No.  MQ  124,  man¬ 
ufactured  by  the  Carlon  Products  Co.,  1 
New  Haven  Avenue,  Derby,  CT  06418, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/348/0  dated 
April  29, 1968.) 

Approval  No.  160.052/349/0,  adult. 
Model  LVA-300,  nonstandard  unicellular 
plastic  foam  buoyant  vest,  manufactiu*ed 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  re¬ 
port  file  No.  MQ  124,  manufactmed  by 


the  Carlon  Products  Co.,  1  New  Haven 
Avenue,  Derby,  CT  06418,  effective  No¬ 
vember  2,  1972.  (It  supersedes  Approval 
No.  160.052/349/0  dated  April  29,  1968.) 

Approval  No.  160.052/359/0,  adult. 
Model  521UV,  nonstandard  imlcellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specifica¬ 
tion  Subpart  160.052  and  UL/MD  re¬ 
port  file  No.  MQ  131,  manufactured  by 
Gentex  Corp.,  Carbondale,  Pa.  18407, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/359/0  dated 
March  25, 1971.) 

Approval  No.  160.052/360/0,  child  me¬ 
dium,  Model  522UV,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  131,  manufac¬ 
tured  by  Gentex  Corp.,  Carbondale,  Pa. 
18407,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/360/0 
dated  March  25,1971.) 

Approval  No.  160.052/361/0,  child 
small,  Model  523UV,  nonkandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  131,  manufac¬ 
tured  by  Gentex  Corp.,  Carbondale,  Pa. 
18407,  effective  November  2,  1972.  (It 
supersedes  Approval  No.  160.052/361/0 
dated  March  25, 1971.) 

Approval  No.  160.052/375/0,  adult. 
Model  AP-2,  nonstandard  imicellular 
plastic  foam  buoyant  vest,  manufactiu'ed 
in  accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  repnjrt  file 
No.  MQ  147,  manufactured  by  Buddy 
Schoellkopf  Products,  Inc.,  4100  Plati¬ 
num  Way,  Dallas,  TX  75237,  for  Red 
Head  Brand  Corp.,  Post  Office  Box  10956, 
Dallas  TX  75207,  effective  November  2, 
1972.  (It  supersedes  Approval  No.  160.- 
052/375/0  dated  October  1, 1968.) 

Approval  No.  160.052/376/0,  child 
medium.  Model  CPM-2,  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.052 
and  UL/MD  report  file  No.  MQ  147,  man¬ 
ufactured  by  Buddy  Schoellkopf  Prod¬ 
ucts,  Inc.,  4100  Platinum  Way,  Dallas, 
TX  75237,  for  Red  Head  Brand  Corp., 
Post  Office  Box  10956,  Dallas,  TX  75207, 
effective  November  2,  1972.  (It  super¬ 
sedes  Approval  No.  160.052/376/0  dated 
October  1,  1968.) 

Approval  No.  160.052/377/0,  child 
small.  Model  (^S-2,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
factured  in  accordance  with  U.S.C.G, 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  147,  manufactured 
by  Buddy  Schoellkopf  Products,  Inc.,  4100 
Platinum  Way,  Dallas,  TX  75237,  for  Red 
Head  Brand  Corp.,  Post  Office  Box  10956, 
Dallas,  TX  75207,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.052/377/0  dated  October  1,  1968.) 

Approval  No.  160.052/387/0,  adult. 
Model  AP-2,  nonstandard  imlcellular 
plastic  foam  buoyant  vest,  manufactured 
in  su:cordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  report  file 
No.  MQ  139,  manufactured  by  Chit  ’N' 


Jump  Ski  Corp.,  11525  Sorrento  Valley 
Road,  San  Diego,  CA  92121,  for  Merma- 
tec,  Inc.,  11525  Sorrento  Valley  Road, 
San  Diego,  CA  92121,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/387/0  dated  February  25,  1969.) 

Approval  No.  160.052/388/0,  child 
medium.  Model  CPM,  nonstandard  uni¬ 
cellular  plastic  foam  buoyant  vest,  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  139,  manufac¬ 
tured  by  Cut  ’N’  Jump  Ski  Corp.,  11525 
Sorrento  Valley  Road,  San  Diego,  CA 
92121,  for  Mermatec,  Inc.,  11525  Sor¬ 
rento  Valley  Road.  San  Diego,  CA  92121, 
effective  November  2, 1972.  (It  supersedes 
Approval  No.  160.052/388/0  dated  Febru¬ 
ary  25,  1969.) 

Approval  No.  160.052/389/0,  child 
small.  Model  CPS,  nonstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu¬ 
facture  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.052  and  UL/ 
MD  report  file  No.  MQ  139,  manufac¬ 
tured  by  Cut  "N’  Jump  Ski  Corp.,  11525 
Sorrento  Valley  Road,  San  Diego,  CA 
92121,  for  Mermatec,  Inc.,  11525  Sorrento 
Valley  Road,  San  Diego,  CA  92121,  effec¬ 
tive  November  2, 1972.  (It  supersedes  Ap¬ 
proval  No.  160.052/389/0  dated  Febru¬ 
ary  25,  1969.) 

Approval  No.  160.052/411/0,  adult. 
Model  AP,  standard  unicellular  plastic 
foam  buoyant  vest,  manufactured  in  ac¬ 
cordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  report  file 
No.  MQ  130,  manufactiued  by  Farber 
Bros.,  Inc.,  1324  Farmville  Road,  Mem¬ 
phis,  TN  38122,  effective  November  2, 
1972.  (It  supersedes  Approval  No.  160.052/ 
411/0  dated  December  28,  1971.) 

Approval  No.  160.052/412/0,  child 
medium.  Model  CPM,  standard  unicellu¬ 
lar  plastic  foam  buoyant  vest,  manufac- 
tiu-ed  in  accordance  with  U.S.C.G.  Spec¬ 
ification  Subpart  160.052  and  UL/MD 
report  file  No.  MQ  130,  manufactured  by 
Farber  Bros.,  Inc.,  1324  Farmville  Road, 
Memphis,  TN  38122,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/412/0  dated  December  28,  1971.) 

Approval  No.  160.052/413/0,  child 
small.  Model  CPS,  standard  unicellular 
plastic  foam  buoyant  vest,  manufactured 
in  accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  report  file 
No.  MQ  130,  manufactured  by  Farber 
Brothers,  Inc.,  1324  Farmville  Road, 
Memphis,  TN  38122,  effective  Novem¬ 
ber  2,  1972.  (It  supersedes  Approval  No. 
160.052/413/0  dated  December  28,  1971.) 

Approval  No.  160.052/414/0,  adult. 
Model  AP,  nonstandard  unicellular  plas¬ 
tic  foam  buoyant  vest,  manufactured  in 
accordance  with  U.S.C.G.  Specification 
Subpart  160.052  and  UL/MD  repKirt  file 
No.  MQ  170,  manufactured  by  Cut  ‘N’ 
Jiunp  Ski  Corp.,  11525  Sorrento  Valley 
Road,  San  Diego,  CA  92121,  effective  No¬ 
vember  2, 1972. 

Approval  No.  160.052/415/0,  child  me¬ 
dium,  Model  CPM,  nonstandard  unicellu¬ 
lar  plastic  foam  buoyant  vest,  manufac¬ 
tured  in  accordance  with  U.S.C.G.  Speci¬ 
fication  Subpart  160.052  and  UL/MD 
report  file  No.  MQ  170,  manufactured  by 
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Cut  ‘N’  Jump  Ski  Corp.,  11525  Sorrento 
Valley  Road,  San  Diego,  CA  92121.  effec¬ 
tive  November  2,  1972. 

Approval  No.  160.052/416/0,  child 
small.  Model  CPS,  ncmstandard  unicdlu- 
lar  plastic  foam  buoyant  vest,  manufac¬ 
tured  in  accordance  with  UJS.C.Q.  Speci¬ 
fication  Subpart  160.052  and  UL/MD 
report  file  No.  MQ  170,  manufactured  by 
Cut  N’  Jump  Ski  Corp.,  11525  Sorrento 
Valley  Road,  San  Diego,  CA  92121,  effec¬ 
tive  November  2,  1972. 

Special  Purpose  Water  Safety  Buoyant 

Devices  for  Designated  Use  on  All 

Motorboats  and  for  General  Use  on 

Motorboats  of  Classes  A,  1,  or  2  Not 

Carrying  Passengesis  for  Hire 

Approval  No.  160.064/404/0,  child  me¬ 
dium,  Model  Yachtsman,  cloth  covered 
unicellular  plastic  foam  “Yachting 
Jacket,”  manufactured  in  accordance 
with  U.S.C.G.  Specification  Subpart  160.- 
064  and  UL/MD  report  file  No.  MQ  38, 
Typ)e  m  Device,  manufactured  by  EJro 
Industries,  Inc.,  308  South  William 
Street,  Hazlehurst,  GA  31539,  effective 
November  6,  1972. 

Approval  No.  160.064/405/0,  adult  X- 
large.  Model  Yachtsman,  cloth  covered 
unicellular  plastic  foam  “Yachting 
Vest,”  manufactured  Ih  accordance 
with  U.S.C.G.  Specification  Subpart  160.- 
064  and  UL/MD  report  file  No.  MQ  38, 
Type  in  Device,  manufactured  by  Ero 
Industries,  Inc.,  308  South  William 
Street,  Hazlehurst,  GA  31539,  effective 
November  6,  1972. 

Approval  No.  160.064/409/0,  adult 
small.  Model  No.  14031,  vinyl  dipped  uni¬ 
cellular  plastic  foam,  “Sail  ‘N’  Ski  Vest.” 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160.064  and 
UL/MD  report  file  No.  MQ  3.  T3T>e  HI 
Device,  manufactured  by  Texas  Recrea- 
ticm  Corp.,  Post  OflBce  Drawer  539,  Wich¬ 
ita  Falls,  TX  76307,  for  Red  Head 
Brand  Corp.,  4100  Platinum  Way,  Dallas, 
TX  75237,  effective  November  6,  1972. 

Approval  No.  160.064/414/0,  adult 
small.  Model  No.  6755,  vinyl  dipped  uni¬ 
cellular  plastic  foam,  “Sail  ‘N’  Ski  Vest,” 
manufactured  in  accordance  with  US. 
C.G.  Specification  Subpart  160.064  and 
UL/MD  report  file  No.  MQ  3,  Type  in 
Device,  manufactured  by  Texas  Recrea¬ 
tion  Corp.,  Post  OflBce  Draws*  539,  Wich¬ 
ita  Palls,  TX  76307,  for  Buddy  Schoell- 
kopf  Products,  Inc.,  4100  Platinum  Way, 
Dallas,  TX  75237,  effective  November  6, 
1972. 

Telephone  Systems,  Sound-Powered 

Approval  No.  161.005/37/5,  sound- 
powered  telephone  station,  selective 
ringing,  common  talking,  drlpproof, 
bulkhead  mounting,  drawing  No.  70-525, 
Alt.  12  dated  May  4,  1972,  Types  2.  8.  17, 
2-0,  8-0,  17-0,  2-3,  8-3,  17-3,  2-6,  8-6, 
17-6,  2-8,  8-8,  17-8,  2-R.  8-R.  and  17-R, 
for  use  in  locations  not  exposed  to  the 
weather,  stations  Types  2-0,  8-0,  17-0 
without  bell;  Types  2-R,  8-R,  and  17-R, 
without  bell,  with  relay,  shall  be  supple¬ 
mented  by  a  separately  mounted  mag¬ 
neto-operated  ben.  manufactured  by 
Henschel  Corp.,  Amesbury,  Mass.  01913, 


effective  November  8, 1972.  (It  simersedes 
Approval  No.  161.005/37/4  dated  Septem¬ 
ber  17,  1968.) 

Approval  No.  161.005/62/1  sound- 
powered  telephone  stations,  selective 
ringing,  common  talking,  dripproof  bulk¬ 
head  mounting,  with  internal  relay, 
tjrpes  IR  and  2R,  dwg.  No.  70-538, 
Alt.  4  dated  August  24,  1972,  for  use  in 
locations  not  exposed  to  the  weather, 
relay  and  pilot  light  to  indicate  station 
called,  manufactured  by  Henschel  Corp., 
Amesbury,  Mass.  01913,  effective  Novem¬ 
ber  8,  1972.  (It  supers^es  Approval  No. 
161.005/62/0  dated  December  3, 1969.) 

Safety  Valves  (Steam  Heating  Boilers) 

Approval  No.  162.012/3/2,  Series  90 
cast  iron  body  safety  valve  for  steam 
heating  boilers  and  unfired  steam  gen¬ 
erators, ‘drawing  No.  D-90,  Rev.  B  dated 
August  8,  1972,  approved  for  1",  IVa", 
iVz".  2”,  3",  and  4"  inlet  sizes  for  a 
maximum  pressure  of  30  p.s.i.  (pounds 
per  square  inch),  ASTM  B-61  Discs  and 
Bushings  limited  to  450*  P.,  ASTM  B-62 
Discs  and  Seat  Bushings  limited  to  366* 
F.,  manufactured  by  MIPCO  Division, 
Clark-Reliance  Corp.,  15901  Industrial 
Parkway,  Cleveland,  Ohio  44135,  effec¬ 
tive  October  31,  1972.  (It  supersedes  Ap¬ 
proval  No.  162.012/3/1  dated  October  11, 
1967.) 

Approval  No.  162.012/4/2,  Series  90-E 
cast  iron  body  safety  valve  for  steam 
heating  boilers  and  unfired  steam  gen¬ 
erators,  drawing  No,  D-90-E,  Rev.  B 
dated  August  8,  1972,  approved  for  1", 
IVa".  iVa",  2"  2y2".  3",  and  4”  inlet 
sizes  for  a  maximum  pressure  of  30  peJ., 
ASTM  B-61  Discs  and  Seat  Bushings 
limited  to  450*  P.,  ASTM  B-62  Discs 
and  Seat  Bushings  limited  to  366*  F., 
manufactiu-ed  by  MIPCO  Division, 
Clark-Reliance  Corp.,  15901  Industrial 
Parkway.  Cleveland,  OH  44135,  effective 
October  31, 1972.  (It  supersedes  Approval 
No.  162.012/4/1  dated  October  11.  1967.) 

Approval  No.  162.012/5/2,  Series  92 
cast  iron  body  safety  valve  for  steam 
boilers  and  unfired  steam  generators, 
drawing  No.  D-90,  Rev.  B,  dated  Au¬ 
gust  8, 1972,  approved  for  1",  iy»",  IVi", 
2".  2V^,  3",  and  4"  inlet  sizes  for  a  maxi¬ 
mum  of  30  paJ.,  ASTM  B-61  Discs  and 
Seat  Bushings  limited  to  450°  F.,  ASTM 
B-62  Discs  and  Seat  Bushings  limited  to 
366°  P.,  manufactured  by  MIPCO  Divi¬ 
sion,  Cfiark-Reliance  Corp.,  15901  Indus¬ 
trial  Parkway,  Cleveland,  OH  44135,  ef¬ 
fective  October  31,  1972.  (It  supersedes 
Approval  Na  162.012/5/1,  Dated  Octo¬ 
ber  11. 1967.) 

Approval  No.  162.012/6/2,  Series  92-^ 
cast  inm  body  safety  valve  for  steam 
hftating  boUers  and  unflred  steam 
generators,  drawing  No.  D-90-E,  Rev.  B 
dated  August  8,  1972,  approved  for  1", 
IVa",  IVi".  2",  2V4".  3".  and  4"  inlet 
sizes  for  a  maximum  pressure  of  30  peJ.. 
ASIM  B-61  Discs  and  Seat  Bushings 
limited  to  450*  P.,  ASTM  B-62  Discs 
and  Seat  Bushings  limited  to  366*  F., 
manufactured  by  MIPCO  Division. 
dark-Reliance  Corp.,  15901  Industrial 
Parkway,  Cleveland.  OH  44135,  effective 
October  31. 1972.  (It  supersedes  Approval 


No.  162.012/6/1  dated  October  11,  1967.) 

Approval  No.  162.012/10/2,  Series  70 
pop  safety  valve,  cast  iron  bo^  enclosed 
spring  standard  outlet  for  steam  heating 
boilers  and  unfired  steam  generators 
drawing  No.  P-20119-A,  Rev.  B  dated 
August  7, 1972,  approved  for  a  maximum 
pressure  of  30  p.s.i.  in  the  following  sizes 
and  capacities: 

Capacity 

(pounds/hour) 

Size  (inches)  at  30  pj.i. 

1  . 405 

1  >4 . . .  668 

1V4  . 1384 

2  . 1984 

2/2  .  2469 

3  . .  3255 

4  . . 5182 

ASTM  B-61  Discs  and  Seat  Bushings  lim¬ 
ited  to  450*  F..  ASTM  B-62  Discs  and 
Seat  Bushings  Umited  to  366°  F.,  manu¬ 
factured  by  MIPCO  Division,  Cfiark-Re- 
liance  Corp..  15901  Industrial  Parkway, 
Cleveland,  Ohio  44135,  effective  Oc¬ 
tober  31,  1972.  (It  supersedes  Approval 
No.  162.012/10/1  dated  October  11, 1967.) 

Approval  No.  162.012/11/2,  Series  70E 
pop  safety  valve,  cast  iron  body  exposed 
spring  standard  outlet  for  steam  heating 
balers  and  unfired  steam  generators, 
drawing  No.  P-20120-A,  Rev.  B  dated 
August  8. 1972,  approved  for  a  maximum 
pressure  of  30  p.s.i.  in  the  sizes  and  ca¬ 
pacities  shown  below : 

Capacity 

(pounds/hour) 

Size  (inches)  at  30  ps.i. 

1  .  405 

IV4  .  668 

1V4  . 1384 

2  . 1984 

2V4  . - .  2469 

3  . . 3255 

4  _ 5182 

ASTM  B-61  Discs  and  Seat  Bushings  lim¬ 
ited  to  450*  F.,  ASTM  B-62  Discs  and 
Seat  Bushings  limited  to  366°  F.,  manu¬ 
factured  by  MIPCO  Division.  Clark-Re¬ 
liance  Corp.,  15901  Industrial  Parkway, 
Cleveland,  Ohio  44135,  effective  Oc¬ 
tober  31,  1972.  (It  supersedes  Approval 
No.  162.012/11/1  dated  October  11, 1967.) 

Approval  No.  162.012/12/2,  Series  72 
pop  safety  valve,  cast  iron  bo^  enclosed 
spring  expanded  outlet  for  steam  heating 
boilers  and  unflred  steam  generators, 
drawing  No.  P-201 19-A,  Rev.  B  dated 
August  7,  1972,  approved  for  a  maximum 
pressure  of  30  p.8.i.  In  the  sizes  and  ca¬ 
pacities  shown  below’: 

Capacity 
(pounds /hour) 

Size  (ir^hes)  at  30  pz.i. 


1 _ _ 

.  405 

iy4  - 

_  668 

1V4  - 

_ 1384 

2  _ 

_ 1984 

2»A  - 

.  2469 

3 

_  3255 

4 _ 

_ 5182 

ASTM  B-61  Discs  and  Seat  Bushings  lim¬ 
ited  to  450*  F..  ASTM  B-62  Discs  and 
Seat  Bushings  limited  to  366*  F.,  manu¬ 
factured  by  MIPCO  Divisimi,  dark-Re- 
lianoe  Corp.,  15901  Industrial  Parkway, 
Cleveland,  OH  44135,  effective  Oc¬ 
tober  31.  1972.  (It  supersedes  Ajqjroval 
No.  162.012/12/1  dated  October  11. 1967.) 
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Approval  No.  162.012/13/2,  Series  72E 
pop  safety  valve,  cast  iron  b^y  exposed 
spring  expanded  outlet  for  steam  heating 
boilers  and  unflred  steam  generators. 
Drawing  No.  P-20120-A,  Rev.  B  dated 
August  8, 1972,  approved  for  a  maximum 
pressure  of  30  p.s.i.  in  the  sizes  and  ca¬ 
pacities  shown  below: 

Capacity 
(pounds/ hour) 

Size  (inches)  at  30  p.s.i. 


1 _ _ 

_  405 

1V4 . 

_  668 

1'^  . 

. 1384 

2 . . . 

_ 1984 

2V4  . 

__  2469 

3 . 

_ _ -  3255 

4 _ 

. 5182 

ASTM  B-61  Discs  and  Seat  Bushings  lim¬ 
ited  to  450*  F.,  ASTM  B-62  Discs  and 
Seat  Bushings  limited  to  366"  F.,  manu¬ 
factured  by  MIPCO  Division,  Clark-Re- 
liance  Corp.,  15901  Industrial  Parkway, 
Cleveland,  OH  44135,  effective  Oc¬ 
tober  31,  1972.  (It  supersedes  Approval 
No.  162.012/13/1  dated  October  11, 1967.) 

Approval  No.  162.012/14/2,  Series  5  pop 
safety  valve,  bronze  body,  for  steam  heat¬ 
ing  boilers  and  unfired  steam  generators, 
drawing  No.  D-5L-2‘/4,  Rev.  C  dated 
August  8,  1972,  approved  for  a  maximum 
pressure  of  30  p.s.i.  and  maximum  tem¬ 
perature  of  366"  F.  in  the  sizes  and  ca¬ 
pacities  shown  below; 

Capacity 

(pounds/hour) 

Size  (inches)  at  30  p.s.i. 

%  . .  221 

1  310 

1>4  . . .  686 

1%  _  1068 

2  1085 

2«/4  — . 1706 

3  2103 

manufactured  by  MIPCO  Division,  Clark- 
Reliance  Corp.,  15901  Industrial  Park¬ 
way,  Cleveland,  Ohio  44135,  effective 
October  31,  1972.  (It  supersedes  Approval 
No.  162.012/14/1  dated  October  11, 1967.) 

Pressure  Vacuum  Relief  Valves  and 
Spill  Valves  for  Tank  Vessels 

Approval  No.  162.017/100/0,  Morrison 
Fig.  153B  pressure-vacuum  relief  valve, 
atmospheric  pattern,  weight-loaded  pres¬ 
sure  and  vacuum  poppets,  all  stainless 
steel  construction  as  per  ASTM  A-351- 
63T  Grade  CF8M,'  drawing  No.  B4584, 
dated  February  27,  1951,  and  revised 
March  12,  1951,  and  drawing  No.  B4585, 
dated  March  6,  1951,  approved  for  size 
2*/2",  same  as  162.017/63/0  except  for 
material,  manufactured  by  Morrison 
Bros.  Co..  Dubuque,  Iowa  52001,  effective 
October  31,  1972.  (It  is  an  extension  of 
Approval  No.  162.017/100/0  dated  De¬ 
cember  19, 1967.) 

Backfire  Flame  Control,  Gasoline  En¬ 
gines;  Flame  Arresters;  for  Mer¬ 
chant  Vessels  and  Motorboats 

Approval  No.  162.041/6/2,  Barbron 
backfire  flame  arrester.  Part  No.  5733B, 
brass  element,  cover,  and  base,  also  Part 
No.  5733A,  having  brass  element,  ano¬ 
dized  aluminum  base  and  cover,  opening 
in  base  is  4.250"  in  diameter,  size  of 


mounting  hole  increased  from  4.180"  to 
4.250",  manufactured  by  Barbron  Corp., 
14580  Lesure  Avenue.  Detroit,  MI  48227, 
effective  November  7,  1972.  (It  super¬ 
sedes  Approval  No.  162.041/6/1  dated 
August  28,  1970  to  show  revision.) 

Approval  No.  162.041/8/2,  Barbron 
backfire  flame  arrester.  Part  No.  5753B, 
brass  element,  cover,  and  base,  also  Part 
No.  5753A,  having  brass  element,  ano¬ 
dized  aluminum  base  and  cover,  opening 
in  base  is  4.250",  size  of  mounting  hole 
increased  from  4.180"  to  4.250",  manu-. 
factured  by  Barbron  Corp.,  14580  Lesure 
Avenue,  Detroit,  MI  48227,  effective  No¬ 
vember  7,  1972.  (It  supersedes  Approval 
No.  162.041/8/1  dated  August  28,  1970 
to  show  revision.) 

Approval  No.  162.041/138/1,  Barbron 
backfire  flame  arrester.  Part  No.  5723B, 
brass  element,  cover,  and  base,  also  Part 
No.  5723A,  having  brass  element,  ano¬ 
dized  aluminum  base  and  cover,  opening 
in  base  is  4.250"  in  diameter,  size  of 
mounting  hole  increased  from  4.180"  to 
4.250",  manufactured  by  Barbron  Corp., 
14580  Lesure  Avenue,  Detroit,  MI  48227, 
effective  November  7,  1972.  (It  super¬ 
sedes  Approval  No.  162.041/138/0  dated 
November  1,  1971  to  show  revision.) 

Incombustible  Materials  for  Merchant 
Vessels 

Approval  No.  164.009/89/0,  ‘‘Fiberglas 
Insulation  PF-CG,”  glass  wool  insula¬ 
tion  type  incombustible  material  identi¬ 
cal  to  that  described  in  National  Bureau 
of  Standards  Test  Report  No.  TG10230- 
29:  FR3661  dated  January  20,  1966,  and 
Owens-Corning  letter  dated  August  27, 
1963,  approved  in  a  6  Ib./cu.  ft.  density 
in  bat,  blanket,  and  molded  form,  manu¬ 
factured  by  Owens-Corning  Fiberglas 
Corp.,  Toledo,  Ohio  43602,  effective  No¬ 
vember  7,  1972.  (It  is  an  extension  of 
Approval  No.  164.009/89/0  dated  Novem¬ 
ber  1,  1967.) 

Dated:  January  8, 1973. 

G.  H.  Read, 

Captain.  U.S.  Coast  Guard.  Act¬ 
ing  Chief.  Office  of  Merchant 
Marine  Safety. 

(FR  Doc.73-789  Piled  1-12-73:8:45  am) 


[COD  73-9N] 

EQUIPMENT,  CONSTRUCTION,  AND 
MATERIALS 
Approval  Notice 

1.  Certain  laws  and  regulations  (46 
CFTl  Ch.  I)  require  that  various  items  of 
lifesaving,  flreflghting  and  miscellane¬ 
ous  equipment,  construction,  and  mate¬ 
rials  used  on  board  vessels  subject  to 
Coast  Guard  inspection,  on  certain 
motorboats  and  other  recreational  ves¬ 
sels,  and  on  the  artificial  islands  and 
fixed  structures  on  the  outer  Conti¬ 
nental  Shelf  be  of  types  approved  by  the 
Commandant,  U.S.  Coast  Guard.  The 
purpose  of  this  document  is  to  notify  all 
interested  persons  that  certain  approvals 
have  been  granted  as  herein  described 
during  the  period  from  November  2,  1972 


to  November  17.  1972  (List  No.  36-72). 
These  actions  were  taken  in  accordance 
with  the  procedures  set  forth  in  46  CFR 
2.75-1-2.75-50. 

2.  The  statutory  authority  for  equip¬ 
ment.  construction,  and  material  ap¬ 
provals  is  generally  set  forth  in  sections 
367,  375,  390b.  416,  481,  489,  526p.  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Comman¬ 
dant,  U.S.  Coast  Guard  with  respect  to 
these  approvals  (49  CFR  1.46(b)).  The 
specifications  prescribed  by  the  Comman¬ 
dant,  U.S.  Coast  Guard  for  certain  types 
of  equipment,  construction,  and  mate¬ 
rials  are  set  forth  in  46  CFR  Parts  160 
to  164. 

3.  The  approvals  listed  in  this  docu¬ 
ment  shall  be  In  effect  for  a  period  of  5 
years  from  the  date  of  issuance,  unless 
sooner  canceled  or  suspended  by  proper 
authority. 

Lifeboat  Winches  for  Merchant 
Vessels 

Approval  No.  160.015/92/0,  Type  CTW- 
75  lifeboat  winch;  approval  limited  to 
mechanical  components  only,  and  for  a 
maximum  working  load  of  7,500  pounds 
pull  at  the  drums  (3,750  pounds  per  fall) ; 
identified  by  general  arrangement  draw¬ 
ing  No.  WA-9198,  dated  August  21,  1967, 
and  drawing  list  dated  January  25,  1968, 
manufactured  by  Carroll  Engineering 
Co.,  313  State  Street,  Box  711,  Perth  Am¬ 
boy,  NJ  08862,  effective  November  15, 
1972.  (It  is  an  extension  of  Approval  No. 
160.015/92/0  dated  January  30,  1968.) 

Davits  for  Merchant  Vessels 

Approval  No.  160.032/146/1,  mechani¬ 
cal  davit,  straight  boom  sheath  screw, 
Tsqje  20-20P,  approved  for  a  maximum 
working  load  of  5,800  pounds  per  set 
(2,900  pounds  per  arm) ,  using  either  two 
or  six  part  falls.  Identified  by  general  ar¬ 
rangement  drawing  5014-lD,  Alteration 
C  dated  January  30,  1963,  does  not  in¬ 
clude  approval  of  optional  tilting  foun¬ 
dation,  manufactured  by  Marine  Safety 
Equipment  Corp.,  Foot  of  Wycoff  Road, 
Farmingdale,  N..J.  07727,  effective  No¬ 
vember  15,  1972.  (It  is  an  extension  of 
Approval  No.  160.032/146/1  dated  Febni- 
ary  2,  1968  and  change  of  address  of 
manufacturer. 

Approval  No.  160.032/177/0,  gravity 
davit.  Type  CG-150-2G,  approved  for  a 
maximum  working  load  of  15,000  pounds 
per  set  (7,500  pounds  per  arm)  u.slng 
two-part  falls;  identified  by  general  ar¬ 
rangement  drawing  DA-9178  dated 
May  25,  1967,  and  drawing  list  dated  De¬ 
cember  28,  1967,  manufactured  by  Car- 
roll  Engineering  Co.,  313  State  Street, 
Box  711,  Perth  Amboy,  NJ  08862,  effec¬ 
tive  November  15,  1972.  (It  is  an  exten¬ 
sion  of  Approval  No.  160.032/177/0  dated 
January  15,  1968.) 

Approval  No.  160.032/179/0,  gravity 
davit.  Type  30-22  MK  HI;  approved  for 
a  maximum  working  load  of  22,000 
poimds  per  set  (11,000  pounds  per  arm) 
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\ising  two-part  falls;  identified  by  gen¬ 
eral  arrangement  drawing  Dl-F-016,  Re¬ 
vision  C  dated  October  24.  1967,  and 
drawing  list  dated  December  19,  1967, 
manufactured  by  Marine  Safety  Equip¬ 
ment  Corp.,  Foot  of  Wycoff  Road,  Parm- 
ingdale,  NJ  07727,  effective  November  15, 
1972.  (It  is  an  extension  of  Approval  No. 
160.032/179/0  dated  January  25,  1968 
and  change  of  address  of  manufacturer.) 

Buoyant  Vests,  Kapok,  or  Fibrous  Glass 

AiH>roval  No.  160.047/342/0,  adult 
Model  AK-1,  standard  kapok  buoyant 
vest,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.047 
and  Uli/MD  report  file  No.  MQ  129, 
manufactured  by  Biro  Industries,  Inc., 
1923-34  North  Washtenaw  Avenue,  Chi¬ 
cago,  IL  60647,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/342/0  dated  May  19,  1970.) 

Approval  No.  160.047/343/0,  child  me¬ 
dium,  Model  CKM-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  U.S.C.G.  Specification  Subpart 
160.047  and  UL/MD  report  file  No.  MQ 
129,  manufactured  by  Ero  Industries. 
Inc.,  1923-34  North  Washtenaw  Avenue. 
Chicago,  IL  60647,  effective  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/343/0  dated  May  19,  1970.) 

Approval  No.  160.047/344/0,  child 
small.  Model  CKS-1,  standard  kapok 
buoyant  vest,  manufactured  in  accord¬ 
ance  with  UB.C.G,  Specification  Subpart 
160.047  and  UL/MD  rep<xt  file  No.  MQ 
129,  manufactured  by  Biro  Industries, 
Lac.,  1923-34  North  Washtenaw  Avenue. 
Chicago,  IL  60647,  rffectlve  November  2, 
1972.  (It  supersedes  Approval  No. 
160.047/344/0  dated  May  19,  1970.) 

Buoyant  Cushions,  Kapok,  or  Fibrous 
Glass 

Approval  No.  160.048/221/0,  group  ap¬ 
proval  for  rectangular  and  trapezoidal 
kapok  buoyant  cushions,  n.S.C.G.  Speci¬ 
fication  Subpart  160.048,  sizes  and 
weights  of  kapok  filling  to  be  as  per 
Table  160.048-4(c)  (1)  (i),  manufactured 
by  Buddy  Schoellkopf  Products,  Inc., 
4100  Platinum  Way,  Dallas  TX  75237, 
effective  November  16,  1972.  (It  is  an  ex¬ 
tension  of  Ai^roval  No.  160.048/221/0 
dated  January  29,  1968  and  change  of 
address  of  manufacturer.) 

Buoyant  Cushions,  Unicellular  Plastic 
Foam 

Approval  No.  160.049/51/0,  group  ap¬ 
proval  for  rectangular  and  trapezoidal 
tmicellular  plastic  foam  buoyant  cushions 
with  vinyl  dip  coatings,  sizes  to  be  as 
per  Table  160.049-4(c)  (1)  and  construc¬ 
tion  and  materials  to  be  as  per  drawings 
Nos.  1  and  2  dated  February  22,  1963, 
manufactured  by  Billy  Boy  Products. 
Inc.,  Quincy,  Mich.  49082,  effective  No¬ 
vember  16,  1972.  (It  is  an  extension  of 
Approval  No.  160.049/51/0  dated  Janu¬ 
ary  29,  1968.) 

Buoys,  Lite,  Ring,  Unicellular  Plastic 

Approval  No.  160.050/48/0,  20-inch 
imicellular  plastic  ring  life  buoy,  U.S.C.G. 
Specification  Subpart  160.050,  Cal-June 


Corp.  letter  dated  October  22,  1967,  and 
drawing  No.  R  dated  January  25,  1968, 
manufactured  by  Cal-June  Corp.,  B^t 
Office  Box  9551,  North  Hollsrwood,  CA 
91606,  effective  November  16,  1972.  (It  is 
an  extension  of  Approval  No.  160.050/ 
48/0  dated  February  13,  1968.) 

Approval  No.  160.050/49/0,  30-inch 
unicellular  plastic  ring  life  buoy,  U.S.C.O. 
Sp>ecification  Subpart  160.050,  Cal-June 
Corp.  letter  dated  October  22,  1967,  and 
drawing  No.  R  dated  January  25,  1968, 
manufactured  by  Cal-Jime  Corp.,  Post 
Office  Box  9551,  North  Hollywood,  CA 
91606,  effective  November  16,  1972.  (It  Is 
an  extension  of  Approval  No.  160.050/ 
49/0  dated  February  13, 1968.) 

Approval  No.  160.050/50/0,  24-inch 
unicellular  plastic  ring  life  buoy,  U.S.C.G. 
Specification  Subpart  160.050,  Cal-Jime 
Corp.  letter  dated  October  22,  1967,  and 
drawing  No.  R  dated  July  30, 1967,  manu¬ 
factured  by  Cal-June  Corp.,  Post  Office 
Box  9551,  North  Hollywood,  CA  91606, 
effective  November  15, 1972.  (It  is  an  ex¬ 
tension  of  Approval  No.  160.050/50/0 
dated  January  12, 1968.) 

Buoyant  Vests,  Unicellular  Plastic 
Foam 

Approval  No.  160.052/190/1,  adult 
Model  4155  or  4156,  ncmstandard  unicel¬ 
lular  plastic  foam  buoyant  vest,  manu- 
fswjtured  in  accordance  with  U.S.C.G. 
Sp>ecification  Subp>art  160.052  and  UL/ 
MD  repert  file  No.  MQ  129,  manu¬ 
factured  by  Ero  Industries,  Inc.,  1924-34 
North  Washtenaw  Avenue,  Chicago,  IL 
60647,  effective  November  15,  1972.  (It 
suF>ersedes  Approval  No.  160.052/190/1 
dated  August  19, 1970.) 

Approval  No.  160.052/191/1,  child  me¬ 
dium,  Model  4160  or  4161,  nonstandard 
unic^ular  plastic  foam  buoyant  vest, 
manufacture  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.052 
and  UL/MD  repiort  file  No.  MQ  129, 
manufactured  by  Ero  Industries,  Inc., 
1924-34  North  Washtenaw  Avenue,  Chi¬ 
cago,  Hi  60647,  effective  November  15, 
1972.  (It  supersedes  Approval  No. 
160.052/191/1  dated  August  19,  1970.) 

Approval  No.  160.052/192/1,  child 
smsdl,  Model  4165  or  4166,  nonstandard 
unicellular  plastic  foam  buoyant  vest, 
manufacture  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.052 
and  UL/MD  repxirt  file  No.  MQ  129,  man¬ 
ufacture  by  Biro  Industries,  Inc.,  1924-34 
North  Washtenaw  Avenue,  Chicago,  IL 
60647,  effective  November  15,  1972.  (It 
supersedes  Approval  No.  160.052/192/1 
dated  August  19, 1970.) 

Special  Purpose  Water  Safety  Buoyant 
Devices  for  Designated  Use  on  all 
Motorboats  and  for  General  Use  on 
Motorboats  of  Classes  A,  1,  or  2  Not 
Carrying  Passengers  For  Hire 

Approval  No.  160.064,328/1,  adult 
small.  Model  No.  VAS,  vinyl  dipped  uni¬ 
cellular  plastic  foam  “Sail  ’N’  Ski  Vest,” 
manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.064 
and  UL/MD  repert  file  No.  MQ  3,  Type 
m  Device,  manufactured  by  Texas  Rec¬ 
reation  Corp.,  Texas  Water  Crafters 
Division,  912  North  Beverly  Drive,  Wich¬ 


ita  Falls,  TX  76307,  effective  Novem¬ 
ber  8,  1972.  (It  supersedes  Ap>proval  No. 
160.064/328/0  dated  March  17,  1972.) 

Approval  No.  160.064/349/0,  child  me¬ 
dium,  Model  No.  321-C,  vinyl  dipped  uni¬ 
cellular  plastic  foam,  “Jump  Vest,”  man¬ 
ufacture  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.064  and  UL/ 
MD  repert  file  No.  MQ  7,  Type  HI  Device, 
manufactured  by  Atlantic-Pacific  Manu¬ 
facturing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  Novem¬ 
ber  8,  1972. 

Approval  No.  160.064/350/0,  adult 
small.  Model  No.  322-S,  vinyl  dipped  uni¬ 
cellular  plastic  foam,  “Jump  Vest,”  man¬ 
ufactured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.064  and  UL/ 
MD  repjort  file  No.  MQ  7,  Type  HI  Device, 
manufactured  by  Atlantic-Pacific  Manu¬ 
facturing  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  November 
8,  1972. 

Approval  No.  160.064/351/0,  adult  me¬ 
dium,  Model  No.  323-M,  vinyl  dipped 
unicellular  plastic  foam,  “Jump  Vest”, 
manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpert  160.064 
and  UL/MD  repert  file  No.  MQ  7,  Type 
in  Device,  manufactured  by  Atlantic- 
Pacific  Manufacturing  Corp.,  124  At¬ 
lantic  Avenue,  Brooklyn,  NY  11201,  ef¬ 
fective  November  8, 1972. 

Apyproval  No.  160.064/352/0,  adult 
large.  Model  No.  324-L,  vinyl  dipped 
unicellular  plastic  foam,  "Jump  Vest”, 
manufactured  in  accc»dance  with 
U.S.C.G.  Specification  Subpert  160.064 
and  UL/MD  repxMi;  file  No.  MQ  7,  Type 
in  Device,  manufactxired  by  Atlantic- 
Pacific  Manufacturing  Corp.,  124  At¬ 
lantic  Avenue,  Brooklyn,  NY  11201,  effec¬ 
tive  November  8,  1972, 

Approval  No.  160.064/389/0,  child  me¬ 
dium.  Model  No.  Guardian,  cloth  covered 
unicellular  plastic  foam.  “Utility  Vest”, 
manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.064 
and  UL/MD  repert  file  No.  MQ  16,  Type 
m  Device,  manufactured  by  Gentex 
Corp.,  Carbondale,  Pa.  18407,  effective 
November  8, 1972. 

Approval  No.  160.064/395/0,  child 
small.  Model  No.  Guardian,  cloth  covered 
tmicellular  plastic  foam,  “Utility  Vest”, 
manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.064 
and  UL/MD  repert  file  No.  MQ  16,  Type 
m  Device,  manufactured  by  Gentex 
Corp.,  Carbondale,  Pa.  18407,  effective 
November  8, 1972. 

Approval  No.  160.064/418/0,  adult. 
Model  No.  LV,  vinyl  dipped  unicellular 
plastic  foam,  “Water  Ski  Vest”,  manu¬ 
factured  in  accordance  with  U.S.C.G. 
Specification  Subpart  160.064  and  UL/ 
MD  repert  file  No.  MQ  3,  Type  III  Device, 
manufactured  by  Texas  Recreation  Corp., 
Texas  Water  Crafters  Division,  912  North 
Beverly  Drive,  Wichita  Falls,  TX  76307, 
effective  November  8, 1972. 

Approval  No.  160.064/428/0,  child 
medium.  Model  No.  lOOM,  vinyl  dipped 
unicellular  pdastic  foam  “Ski  Vest”, 
manufactured  in  accordance  with  UB. 
C.G.  Specification  Subpert  160.064  and 
UL/MD  report  file  No.  MQ  164,  Type  IH 
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Device,  manufactured  by  O’Brien  Manu¬ 
facturing  Corp.,  14615  Northeast  91st 
Street,  Redmond,  WA  98052,  effective 
November  17,  1972. 

Approval  No.  160.064/429/0,  adult  X- 
large.  Model  No.  lOOXL,  vinyl  dipped 
unicellular  plastic  foam  “Ski  Vest”, 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160.064  and 
UL/MD  report  file  No.  MQ  164,  Type  III 
Device,  manufactured  by  O’Brien  Manu¬ 
facturing  Corp.,  14615  Northeast  91st 
Street,  Redmond,  WA  98052,  effective 
November  17,  1972. 

Approval  No.  160.064/430/0,  adult  XX- 
large.  Model  No.  lOOXXL,  vinyl  dipped 
unicellular  plastic  foam  “Ski  Vest”, 
manufactured  in  accordance  with  U.S. 
C.Q.  Specification  Subpart  160.064  and 
UL/MD  report  file  No.  MQ  164,  Type  m 
Device,  manufactured  by  O’Brien  Manu¬ 
facturing  Corp.,  14615  Northeast  91st 
Street,  Redmond,  WA  98052,  effective 
November  17,  1972. 

Safety  Valves  (Power  Boilers) 

Approval  No.  162.001/72/1,  Type  2575A 
carbon  steel  body  pop  safety  valve,  300 
p.s.i.  (poimds  per  square  inch)  maximum 
pressure  for  all  sizes  except  4”  P  6",  250 
p.s.l.  for  size  4”  P  6",  650*  F.  maximum 
temperature,  drawing  No.  16364B,  Rev.  A 
dated  November  1,  1972,  approved  for 
sizes  1*72",  2",  2V2'',  3",  and  4",  manu¬ 
factured  by  Teledyne  Parris  Engineer¬ 
ing,  Palisades  Park,  N.J.  07650,  formerly 
Parris  Engineering  Corp.,  effective  No¬ 
vember  14,  1972.  (It  supersedes  Approval 
No.  162.001/72/1  dated  January  29, 
1968.) 

Approval  No.  162.001/73/1,  Type  2575B 
carbcm  steel  body  pop  safety  valve,  300 
p.s.1.  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6",  250  p.s.i.  for  size  4”  P  6", 
750®  P.  maximum  temperature  drawing 
No.  13664B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  1*4”,  2”,  2‘/2”, 
3”,  and  4”,  manufactured  by  Teledyne 
Parris  Engineering,  Palisades  Park,  N.J, 
07650,  formerly  Farris  Engineering 
Corp.,  effective  November  14,  1972.  (It 
supersedes  Approval  No.  162.001/73/1 
dated  January -29,  1968.) 

Approval  No.  162.001/74/1,  Type  2575C 
alloy  steel  body  pop  safety  valve,  300 
p.s.i.  maximum  pressure  for  aU  sizes  ex¬ 
cept  4”  P  6”,  250  p.s.i.  for  sizes  4”  P  6”, 
900®  P.  maximum  temperature  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  l*/4”,  2”,  2*4”, 
3”,  and  4”,  manufactured  by  Teledyne 
Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Farris  Engineering 
Corp.,  effective  November  14,  1972.  (It 
supersedes  Approval  No.  162.001/74/1 
dated  January  29,  1968.) 

Approval  No.  .  162.001/75/1,  Type 
2576A  carbon  steel  body  pop  safety  valve, 
450  p.s.i.  maximum  pressure  for  all  sizes 
except  4”  P  6”,  350  p.s.i.  for  size  4”  P 
6”,  650®  F.  maximum  temperature, 
drawing  No.  16364B,  Rev.  A  dated  No¬ 
vember  1,  1972,  approved  for  sizes  1*4”, 
2”,  2*72”,  3”,  and  4”,  manufactured  by 
Teledyne  Fanis  Engineering,  Palisades 
Park,  N.J.  07650,  formerly  Farris  Engi¬ 


neering  Corp.,  effective  November  14, 
1972.  (It  supersedes  Approval  No. 
162.001/75/1  dated  January  29,  1968.) 

Approval  No.  162.001/76/1,  Type  2576B 
carbon  steel  body  pop  safety  valve,  450 
p.s.i.  maximum  pressing  for  all  sizes  ex¬ 
cept  4”  P  6”,  350  p.s.i.  for  size  4”  P  6”, 
750®  F.  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  l*/2”,  2”,  2*/2”, 
3”,  and  4”,  manufactured  by  Teledyne 
Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Farris  Engineering 
Corp.,  effective  November  14,  1972.  (It 
supersedes  Approval  No.  ,162.001/76/1 
dated  January  29,  1968.) 

Approval  No.  162.001/77/1,  Type  2576C 
alloy  steel  body  pop  safety  valve,  450 
p.s.i.  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6”,  350  p.s.i.  for  size  4”  P  6”, 
900®  F.  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  l*/2”,  2”,  24". 
3”,  and  4”,  manuactured  by  Teledyne 
Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Farris  Engineering 
Corp.,  effective  November  14,  1972.  (It 
supersedes  Approval  No.  162.001/77/1 
dated  January  29, 1968.) 

Approval  No.  162.001/78/1,  Type  2577A 
carbon  steel  body  pop  safety  valve,  600 
p.s.i.  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6”,  500  p.s.1.  for  size  4”  P  6”, 
650®  F.  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  1*4”,  2”,  2*4”, 
3”,  and  4”,  manufactured  by  Teledyne 
Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Parris  Engineering 
Corp.,  effective  November  14,  1972.  (It 
supersedes  Approval  No.  162.001/78/1 
dated  January  29,  1968.) 

Approval  No.  162.001/79/1,  Type  2577B 
carbon  steel  body  pop  safety  valve,  600 
p.s.1.  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6”,  500  p.s.i.  for  size  4”  P  6”, 
750®  F.  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  1*4”,  2”,  2*4”, 
3”,  and  4”,  manufactured  by  Teledyne 
Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Farris  Engineering  Corp., 
effective  November  14.  1972.  (It  super¬ 
sedes  Approval  No.  162.001/79/1  dated 
January  29,  1968.) 

Approval  No.  162.001/80/1,  Type  2577C 
alloy  steel  body  pop  safety  valve,  600  p.s.i. 
maximum  pressure  for  all  sizes  except 
4”  P  6”,  500  p.s.i.  for  size  4”  P  6”,  900® 
F.  maximum  temperature,  drawing  No. 
16364B,  Rev.  A  dated  November  1,  1972, 
approved  for  sizes  1*4”.  2”,  2*4”,  3”, 
and  4”,  manufactured  by  Teledyne  Far¬ 
ris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Parris  Engineering  Corp., 
effective  November  14,  1972.  (It  super¬ 
sedes  Approval  No.  162.001/80/1  dated 
January  29,  1968.) 

Approval  No.  162.001/81/1,  Type  2578A 
carbon  steel  body  pop  safety  valve,  750 
p.s.i.  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6”,  700  p.s.i.  for  size  4”  P  6”, 
650®  P,  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  14”,  2”,  2*4”. 
3”,  and  4”,  manufactured  by  Teledyne 


Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Parris  Engineering  Corp., 
effective  November  14,  1972.  It  super¬ 
sedes  Approval  No.  162.001/81/1  dated 
January  29.  1968.) 

Approval  No.  162.001/82/1,  Type  2578B 
carton  steel  body  pop  safety  valve,  750 
p.s.i,  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6”,  700  p.s.i.  for  size  4”  P  6”, 
750®  P.  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  1*4”,  2”,  2*4”, 
3”,  and  4”,  manufactured  by  Teledyne 
Farris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Farris  Engineering  Corp., 
effective  November  14,  1972.  (It  super¬ 
sedes  Approval  No.  162.001/82/1  dated 
January  29,  1968.) 

Approval  No.  162.001/83/1,  Type  2578C 
alloy  steel  body  pop  safety  valve,  750 
p.s.i.  maximum  pressure  for  all  sizes  ex¬ 
cept  4”  P  6”,  700  p.s.i.  for  size  4”  P  6”, 
900®  F,  maximum  temperature,  drawing 
No.  16364B,  Rev.  A  dated  November  1, 
1972,  approved  for  sizes  1*4”,  2”,  2*4”, 
3”,  and  4”,  manufactured  by  Teledyne 
Parris  Engineering,  Palisades  Park,  N.J. 
07650,  formerly  Parris  Engineering  Corp., 
effective  November  14,  1972.  (It  super¬ 
sedes  Approval  No.  162.001/83/1  dated 
January  29,  1968.) 

Bulkhead  Panels  for 
Merchant  Vessels 

Approval  No.  164.008/66/0,  Wayne 
Manufacturing  Corp.  “Memphis  1%” 
marine  bulkhead  panel  system  Identical 
to  that  described  in  National  Bureau  of 
Standards  Test  Report  No.  FR  3824 
dated  September  15,  1972,  and  Wayne’s 
letter  dated  August  10, 1972,  approved  as 
meeting  Class  B-0  requiremente,  Wayne 
Manufacturing  Corp.  drawing  M-138 
forms  part  of  this  approval,  this  prod¬ 
uct  may  not  be  used  as  a  component  of 
A  Class  construction,  manufactured  by 
Wayne  Manufacturing  Corp.,  Post  Office 
Box  550,  Waynesboro,  VA  22980,  effective 
November  17,  1972. 

Approval  No.  164.008/67/0,  Wayne 
Manufacturing  Corp.  “Memphis  23*2” 
marine  bulkhead  panel  system  identical 
to  that  described  in  National  Bureau  of 
Standards  Test  Report  No.  FR  3824 
dated  September  15,  1972,  and  Wayne’s 
letter  dated  August  10, 1972,  approved  as 
meeting  Class  B-0  requirements,  Wayne 
Manufacturing  Corp.  drawing  M-138 
forms  part  of  this  approval,  this  product 
may  not  be  used  as  a  component  of  A 
Class  construction,  manufactured  by 
Wayne  Manufacturing  Corp.,  Post  Office 
Box  550,  Waynesboro,  VA  22980,  effective 
November  17,  1972. 

Incombustible  Materials  for 
Merchant  Vessels 

Approval  No.  164.009/108/0,  “Flberglas 
Incombustible  Marine  Pipe  Insulation 
Type  I”,  fibrous  glass  type  incombustible 
material  identical  to  that  described  in 
National  Bureau  of  Standards  Test  Re¬ 
port  No.  Tai0210-2162:FR3699  dated 
November  28, 1967,  approved  in  a  4 *4-0.5 
pounds  per  cubic  foot  density,  manufac- 
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tured  by  Owens-Coming  Fiberglas  Corp- 
Toledo.  Ohio  43601,  effective  Novem¬ 
ber  14,  1972.  at  Is  an  extension  of  Ap¬ 
proval  No.  164.009/108/0  dated  Decem¬ 
ber  15.  1967.) 

Dated:  January  8,  1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard,  Act¬ 
ing  Chief.  Office  of  Merchant 
Marine  Safety. 

[PR  Doc.73-787  PUed  1-12-73:8:45  am] 


[C5GD  73-3N1 

EQUIPMENT,  CONSTRUCTION,  AND 
MATERIALS 

TerminoHon  of  Approval  Notice 

^Certain  laws  and  regulations  (46 
CFR  Ch.  I)  require  that  various  items  of 
lifesaving,  fire^hting  and  miscellaneous 
equipment,  construction,  and  materials 
used  on  board  vessels  subject  to  Coast 
Guard  inspection,  on.  certain  motorboats 
and  other  recreational  vessels,  and  on  the 
artificial  islands  and  fixed  structures  on 
the  outer  Continental  Sh^  be  of  types 
ai^roved  by  the  Commandant,  UJS.  Coast 
Guard.  The  purpose  of  this  document  is 


NOTICES 

to  notify  all  interested  persons  that  cer¬ 
tain  approvals  have  been  terminated  as 
herein  described  during  the  period  from 
June  13.  1972  to  November  21.  1972  (List 
No.  35-72) .  These  actions  were  taken  in 
accordance  with  the  procedures  set  forth 
in  46  CFR  2.75-1—2.75-50. 

2.  The  Statutory  authority  for  equip¬ 
ment,  oonstructiMi,  and  material 
provsds  is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  title  46,  United  States  Code,  sec¬ 
tion  1333  of  title  43,  United  States  Code, 
and  section  198  of  title  50,  United  States 
Code.  The  Secretary  of  Transportation 
has  delegated  authority  to  the  Com¬ 
mandant,  US.  Coast  (jKiard  with  respect 
to  these  approvals  (49  CFR  1.46(b) ) .  The 
specifications  prescribed  by  the  Com¬ 
mandant,  U.S.  Coast  Guard  for  certain 
types  of  equipment,  construction,  and 
materials  are  set  forth  in  46  CFR  Parts 
160  to  164. 

3.  Notwithstanding  the  termination  of 
approval  listed  in  this  document,  the 
equipment  affected  may  be  used  as  long 
as  it  remains  in  good  and  serviceable 
condition. 

Buoyant  Vests,  Kapok,  or  Fibrous  Glass 

The  Peerless  Maid  Plastics,  Inc.,  Box 
38,  Farmington,  MN  55024,  no  longer 


manufactures  certain  kapok  buoyant 
vests  and  Ai^roval  No.  160.947/635/0 
was  therefore  terminated  effective  Octo¬ 
ber  21,  1972. 

Safety  Valves  (Power  Boilers) 
The  Crosby  Valve  &  Gage  Co.,  Wren- 
tham.  Mass.  02093,  Approval  Nos. 
162.001/6/2  and  162.001/7/2  expired  and 
were  terminated  effective  August  23, 
1972. 

Pressure  Vacuum  Relief  Valves  and 
Spill  Valves  for  Tank  Vessels 

The  Tate  Industries,  Inc.,  516  South 
Eutaw  Street,  Baltimore,  MD  21201,  Ap¬ 
proval  No.  162.017/94/0  expired  and  was 
terminated  effective  June  13,  1972. 

Backfire  Flame  Control,  Gasoline  En¬ 
gines;  Flame  Arresters;  for  Merchant 
Vessels  and  Motorboats 

The  Barbron  Corp.,  14580  Lesure  Ave¬ 
nue,  Detroit,  MI  48227,  Approval  No. 
162.041/102/0  expired  and  was  termi¬ 
nated  effective  November  21,  1972. 
Dated:  January  8,  1973. 

G.  H.  Read, 

Captain,  U.S.  Coast  Guard.  Act¬ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 

IPR  Doc.73-788  PUed  l-12-73;8:45  am] 
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